To: Kris Fuller[kris. fuiier@westonsolutions.com] 

From: Loesel, Matthew 

Sent: Sat 8/8/2015 3:31 :23 PM 

Subject: FW: Gold King Mine-Sample Location 
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Matt Loesel 
US EPA Region 6 

RCRA Data and Training Coordinator 
214-665-8544 

— Original Message — 

From: Rauscher, Jon 

Sent: Saturday, August 08, 2015 10:19 AM 
To: Loesel, Matthew 

Subject: FW: Gold King Mine-Sample Location 


— Original Message — 

From: Hayes, Mark 

Sent: Saturday, August 08, 2015 10:08 AM 

To: Foster, Althea; Restivo, Angela; Crossland, Ronnie; Webster, Susan; Petersen, Chris; Turner, Philip; 
Rauscher, Jon 

Subject: Gold King Mine-Sample Location 


Photos of Aztec Domestic Water System-Animas River Pump facility 
0830 on 8/8/15. 
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